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Separate paging is given to this Part in order that it may be filed as a separate compilation 


PART III— SECTION 1 

Notifications issued by the High Courts, the Comptroller and Auditor General, 
the Union Public Service Commission, the Indian Government Railways 
and by Attached and Subordinate Offices of the Government ofjndia 


MINISTRY OF HOME AFFAIRS 
Intelligence Bureau 

New Delhl-l 1, the 14 th April 1964 

No. 1 / Est{C-l) / 61(23) — The Director, Intelligence 
Bureau, hereby appoints Shri K. Ayyadurai, an Assistant 
Central Intelligence Officer, Grade-I, of the Intelligence 
Bureau to the post of Deputy Central Intelligence Officer 
in a temporary officiating capacity with effect from the 
forenoon of 3rd April 1964, until further orders, in the 
Intelligence Bureau, New Delhi. 

The 15 th April 1964 

No. 1 /Est(C-l)/ 49(136) — The Director, Intelligence 
Bureau, hereby appoints Shri Tej Pal, a substantive Assis- 
tant Central Intelligence Officer, Grade-II, of the Intelli- 
gence Bureau to the post of Deputy Central Intelligence 
Officer, in the Intelligence Bureau, New Delhi in a 
temporary officiating capacity with effect from the fore- 
noon of 31st March 1964, until further orders. 

N. K. RAY 
Deputy Director 
for Director 


INDIAN AUDIT AND ACCOUNTS DEPARTMENT 
Office of the Comptroller & Auditor General of India 

New Delhi, the 18 th April 1964 

No. 827/GJ57/G-10/ P.F.ll — On return from leave, 

Shri M. P. Gupta has been reposted as Chief Auditor, 
Northern Railway, New Delhi vice Shri R. K. Khanna, 
w.e.f. the forenoon of 6th March 1964. 

Shri R. K. Khanna will continue to hold the post of 
the Accountant General, Central Revenues, New Delhi. 

No. 9Q6-GEI/ S-20/P.F.III — Shri P. D. Seth, Director 
of Audit, Defence Services, New Delhi has retired from 
Government service w.e.f. the afternoon of 13th March 
1964. 

He has been granted ‘refused’ Leave on Average Pay 
for four months w.e.f. 14th March 1964 to 13th July 
1964. 

No. 910/ GEE R-6/ P.F.III — Shri P. K. Rau, I.A.A.S., 
has been posted us Director of Audit, Defence Services, 

New Delhi, vice Shri P. D. Seth, I.A.A.S. who retired 
w.e.f. the afternoon of 13th March 1964. 

Sbri P. K. Rau will also hold the additional charge 
of the post of Accountant General, Commerce, Works and 
Misc., New Delhi, until further orders. 

No. 941/GE7/ V-19/ P.F. — Shri M. L, Sobti, I.A.A.S., 
has relinquished charge of the office of D.A.G. (O.A.D.) 
in the office of A.G., Punjab, Simla in the afternoon, of 
7th February 1964. He will continue to hold the post of 
A.A.G. in the same office. 

L/G46GI/64 ( 259 ) 


Shri S. S. Viswanathan resumed charge os D.A.G. 
(O.A.D.) in the same office on 10th February 1964 on 
return from his leave. 

No. 945-GE.//74-64 — A brarfeh office of the Accountant 
General, Punjab, consisting of O.A.D., W.A.D. and other 
necessary administrative staff has been set up with Head- 
quarters at Chandigarh with effect from 1st March 1964. 
D.A.G. (Works) will be the head of the branch office. 
The post of D.A.G. (O.A.D.) attached to the office of the 
A.G., Punjab, has also been transferred to the new branch 
office with effect from the same date. 

No. 9 7 7 - G El / C- 25 / P . F . — On reversion to the I.A. & 
A.D., Shri Bipin Chandra, I.A.A.S., has been posted as 
D.A.G. (Works), in the office of the Accountant General, 
Punjab, w.e.f. 29th February 1964 (afternoon), until 
further orders. ' 

No. 994/GEI/J-3/P.F.1U — On reversion to the I -A. & 
A.D., Shri P. N* Jain, I.A.A.S., has been posted as Chief 
Auditor, Eastern Railway, Calcutta, w.e.f. the afternoon of 
13th March 1964 vice Shri T. Narasimhan, who will 
continue to hold the charge of the post of Chief Auditor, 
South Eastern Railway, Calcutta. 

No. 1024-GE// 74-64 — One post of Assistant Accountant 
General in the Time-scale of the I.A.A.S., attached to the 
office of the Accountant Genera], Punjab, Simla, has been 
transferred to the Branch Office at Chandigarh with effect 
from 1st March 1964. 

This is in continuation of this office Notification No. 
945-GE. 1/74-64, dated 24th March 1964. 

No. 1027/GEI/K-21/P.F.IV — On return from leave 
Shri Y. Krishan, I.A.A.S., has been posted as A.G., Punjab 
w.e.f. 16th March 1964. He has been permitted to take 
charge of his post at Chandigarh. 

Shri H. B. Bhar will continue to hold the charge of the 
post of Accountant General, Posts and Telegraphs, Simla. 

Sd./- ILLEGIBLE 

for Dy. Compt. &. Auditor General of India 


New Delhi, the 22nd April 1964 

No. 1 246-GEI/ 79-63 — The Comptroller and Auditor 
General of India is pleased to appoint the following officers 
of the I.A. & A.S. in a provisional substantive capacity in 
the Junior Administrative Grade of the I.A. & A.S. during 
the period noted against each : — 

1. Shri A. A. Krishnan — 17th September 1962 to 13th 
March 1964. 

2. Shri T, Narasimhan — 14th March 1964, until further 
orders. 
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Office of the Accountant General, Kerala 


No. 1248-GE/// 79-63 — The Comptroller and Auditor 
General of India is pleased to appoint the following officers 
of the Indian Audit and Accounts Service in a substantive 
capacity in the Accountant General’s Grade II of the 

I.A. & A.S. with effect from the date noted against each 

1. Shri D. A. Qadri— 6th December 1963. 

2. Shri T. Rengachari — 14th March 1964. 

No. 1250-GF//79-63 — The Comptroller and Auditor 
General of India is pleased to appoint the following officers 
of the Indian Audit and Accounts Service in a substantive 
capacity in the Junior Administrative Grade of the LA. & 
A.S. with effect from the date noted against each : — 

1. Shri R. N. Joshi — 17th September 1962. 

2. Shri A. A. Krishnan- — 14th March 1964. 

No. 129&-GE1/ F J/ P.F.U — Consequent on the deputa- 
tion of Shri N. R. Bansod, l.A. & A.S. to the Government 
of India for appointment as Joint Secretary in the Depart- 
ment of Supply, Shri A. A. Fazffi will hold the charge of 
the post of Chief Auditor, Central Railway, Bombay in 
addition to his own charge of Chief Auditor, Western 
Railway, Bombay, as a temporary measure with effect 
from the afternoon of 1st April 19b4, until further orders. 

M. S. BHATNAGAR 
Dy. Compt. & Auditor General of India 


Office of the Director of Commercial Audit 

New Delhi, the 22nd April 1964 

No. 3 14-^ dm./ 9-1 1/63-64 Vol. Ill — 1. The Director 
of Commercial Audit is pleased to grant Shri S. N. Kama- 
swamy, a member of jhe S.A.S. (Commercial J of the 
Office of the Senior Deputy Director of Commercial Audit, 
Bangalore, on deputaUon to the Board of Mineral Deve- 
lopment, Bangalore, proforma promotion in the Assistant 
Audit Officers' grade in the Commercial Audit Organisa- 
tion w.e.f. 20th January 1964, until further orders. 

2, The Director of Commercial Audit is pleased to 
appoint Shri Natabar Roy, a member of the S.A.S. (Com- 
mercial) of the Office of the Accountant General, West 
Bengal, Calcutta, to officiate as an Assistant Audit Officer 
(Commercial! in the office of the Senior Deputy Director 
of Commercial ‘Audit, Ranchi with effect from 2bth 
February 1964, until further orders. 

3. The Director of Commercial Audit is pleased to 
appoint Shri Vidya Sagar, a member of the S.A.S. (Com- 
mercial) of his office to officiate as an Assistam Audit 
Officer (Commercial) in the Commercial Audit Wing of 
the Office of the Accountant General, Punjab, Simla, with 
effect from 23rd March 1964, until further orders. 

B. L. BOIFAl 
Deputy Director of Commercial Audit 


Office of the Accountant General, Andhra Pradesh 

Hyderabad, the 1th April 1964 

No. EBI/ 7-90/ 63-64/ 33-35 — Shri Ghulam Yazdani, a 
permanent member of the Subordinate Accounts Service, 
of the Office of the Accountant General, Andhra Pradesh, 
Hyderabad, has been appointed to officiate, until further 
orders, as Assistant Accounts Officer, in the same office, 
with effect from the forenoon of 2nd April 1964. 

V. SUBRAMAN I AN 
Accountant General 


Office of the Accountant General, Orissa 

Bhubaneswar, the llth April 1964 

No. Admn-lAD-l-334 — The Accountant General, Orissa 
has been pleased to appoint the following permanent 
S.A.S. Accountants of this office, to officiate as Assistant 
Accounts Officer from the dates mentioned against each, 
until further orders. 

1. Shri R. Ramamurd — 7-4-1964 Forenoon. 

2. Shri B. Panigrahi— 15-4-1964 Afternoon. 

B. J. DESAI 
Deputy Accountant General ( Admn ) 


Trivandrum, the 15th April 1964 

No. Estt.I/Vl/9-9 6/19- — Shri A, K. Sivaraman Nan, a 
permanent member of the Subordinate Accounts Service is 
appointed to officiate as Assistant Accounts Officer in the 
Office of the Accountant General, Kerala, Trivandrum, 
with effect from the forenoon of 15th April 1964, until 
further orders. 

The 20th April 1964 

No. Estt/l/VI/ 9-96/28- — Shri K. Janardhanan Kartha, 
a permanent member of the Subordinate Accounts Service 
is appointed to officiate as Assistant Accounts Officer, in 
the office of the Accountant General, Kerala, Trivandrum 
with effect from the forenoon of 20th April 1964, until 
further orders. 

T. N. KUR1AKOS 
Accountant General 


Office of the Chief Auditor, Western Railway 

Bombay, the 16th April 1964 

No. SA/ HQ/ Admn/ IX/ 1/64/ 31 — Shri J. C. Sharma, 
a permanent S.R.A.S. Senior Auditor in the office of the 
Chief Auditor, Western Railway, is promoted to officiate 
as Assistant Audit Officer and posted as Divisional Audit 
Officer, Ratlam and Kota and Assistant Audit Officer 
(Workshop & Stores), Kota, Western Railway, with Head- 
quarters at Ratlam with effect from 2nd April 1964 (F.N.) . 

On relief by Shri J. C. Sharma, Shri Beharilal, officiating 
Assistant Audit Officer, Ratlam and Kota Divisions is 
transferred and posted as Assistant Audit Officer, Work- 
shop and Stores Audit, Ajmer, vice Shri M. L. Lodha, 
Assistant Audit Officer, proceeded on deputation. 

The llth April 1964 

No. SA! HQ/ Admn/ IX/ 1/ Vol. Ill/ 31— The Chief 
Auditor, Western Railway, is pleased to appoint Shri J. C. 
Sharma, a permanent member of the Subordinate Railway 
Audit Service to officiate as Assistant Audit Officer with 
Headquarters at Ratlam with effect from 2nd April 1964 
(F.N.), until further orders. 

The 22nd April 1964 

No. SA/ HQ/ Admn/ IX/ 1/ Vol. Ill— The Chief Auditor, 
Western Railway, is pleased to promote Shri P. V. Anan- 
thanarayanan, a permanent member of the Subordinate 
Railway Audit Service to officiate as Assistant Audit 
Officer with Headquarters at Baroda with effect from 
9th April 1964 (F.N.), until further orders. 

The 25th April 1964 

No. CA/ 1/62/1 30 — The Chief Auditor, Western Rail- 
way, Bombay, is pleased to appoint Shri M, I, Pandya, an 
officiating Assistant Audit Officer ol his office in a substan- 
tive capacity in the Assistant Audit Officer’s grade Of his 
office with effect from llth January 1964 (F.N.). 

Miss M. SWAMI 
Deputy Chief Auditor 


MINISTRY OF DEFENCE 
(Mi. & C. Dte.) 

New Delhi, the llth April 1964 

No. 40/ 4/ ADM/ L&C/ 62 — The undermentioned officer 
is granted leave : — 

Shri U. C. Matta, a Tempy. Officer, Class II and Canton- 
ment Executive Officer, Chakrata, 60 days privilege leave, 
6th Jan. 1964. 

No. 40/24/ ADM/ L&C/ 59 — The undermentioned 

officer is granted leave : — 

Shri P. L. Kumar, a permt. Officer, Class I and Deputy 
Director, ML&C, Central Command, Lucknow, 62 days 
leave on full average pay, 22nd July 1963. 

The 21 st April 1964 

No. 40/5/ ADM /L&C/ 57 — The undermentioned officer 
is granted leave : — 

Shri K. M. Sebastian, a permt. Class 1 Officer and 
Cantt. Executive Officer, Deolali, 40 days earned leave, 
10th Dec, 1963. 

GAJENDRA SINGH 
Director 

Military Lands & Cantonments 
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Military Engineer Services 

Nagpur- 1, the 17 th April 1964 

No. 13— The undermentioned officer allowed to proceed 
on retirement w.e.f. 5 Feb 64 AN after attaining the age 
of 55 years and placed on pension list. 

MBS/ 25 153/ AE Shri B. CHAWALA, Supdg Engr Ty 
(EE Pt.). 

P. R. PONNAMBALAM 
for Chief Engineer 


DIRECTORATE GENERAL OF SUPPLIES AND 
DISPOSALS 

New Delhi-1, the 11th April 1964 

No. ^4-1/ 1(556) — The Director General of Supplies & 
Disposals hereby appoints Shri N. N. S. Roy Chowdhury, 
Junior Progress Officer in the Directorate of Supplies and 
Disposals, Calcutta to officiate as Assistant Director of 
Supplies (Grade If) in the Headquarters office of the 
Directorate General of Supplies & Disposals, New Delhi 
with effect from the forenoon of 10th April 1964 and 
until further orders. 

No. j 4-6/247(316)/61 — Consequent on his reversion to 
the non-gazetted post of Examiner of Stores (Selection 
Grade), Shri T. D. Mukherjec, Assistant Inspecting Officer 
(Engg.) relinquished charge of the post in the Office of 
the Director of Inspection, Calcutta on the afternoon of the 
31st March 1964. 

The 18 th April 1964 

No. T-1/K560)— The Director General of Supplies and 
Disposals hereby appoints Shri R. K. Balaram, Superinten- 
dent in the Directorate of Supplies and Disposals, Madras 
to officiate as Assistant Director (Progress’) (Grade II) 
in the same Directorate at Madras with effect from the 
afternoon of 7th April 1964 and until further orders. 

The 22nd April 1964 

No. A -6/ 247 (464)/ 63 — The Director-General of Sup- 
plies and Disposals has been pleased to apooint Shri S. R. 
Dwivedi to officiate as Asstt. Inspecting Officer (Met.) in 
the office of the Director of Inspection (Met.), Tatanagar 
w.e.f. the 28th March 1964, until further orders. 

R. C. GHET 
Director ( Administration ) 
for Director General of Supplies & Disposals 


ARCHAEOLOGICAL SURVEY OF INDIA 

New Delhi-11 , the 14f/i April 1964 

No. 2/6/2/64-3/ — In exercise of the powers conferred 
under rule 6 of the Ancient Monuments and Archaeologi- 
cal Sites and Remains Rules, 1959, I, K. Deva. Deputy 
Director General of Archaeology, do hereby direct that 
no fee shall be charged for entry into the monuments on 
Raiagiri hill at Gingee, District South Arcot, Madras, 
during the period of ten days i.e. from 20th April 1964 
to 29th April 1964 (both days inclusive) on account of 
the annual festival of Kamalakkanni Amman. 

The 17 th Anril 1964 

No. 2/5/1/64 -M — Tn exercise of the powers conferred 
under rule 4 of the Ancient Monuments and Archaeologi- 
cal Sites and Remains Rules, 1959, T. K. Dcva, Denuty 
Director General of Archaeology in Tndia hereby • direct 
that the portion bevond first storey of the protected monu- 
ment known as Outb Minar, located at Mehrauli, Delhi 
State, shall not be open to any person other than the 
archaeological officer, his agents, subordinates and work- 
men and any other Government servant on duty at the 
said monument with immediate effect, until further orders. 

K. DEVA 

Deputy Director General of Archaeology 


GEOLOGICAL SURVEY OF INDIA 

Calcutta-13, the 17 th April 1964 

No. 3 8 85N7 2 1 8 1 (i) E7/ 1 9— Sbrj C. N. Murtv. M.Sc., 
Senior Technical Asstt. (Chem.). is appointed as an Asstt. 
Chemist on ad hoc basis ip the Geological Sun"*' 1 '' of India 
on pa v according to rules in the scale of Rs. 350-25-500- 
3p-590-EB-30-800-ER-30-830-35-900, in a temporary capa- 
city with effect from tbe afternoon of the 31st January 
1964. 


The 18 th April 1964 

No. 3933N/2181 (7) VI/ 19— Mohammad Zafar, M.Sc., 
Senior Technical Assistant (Chem.), is appointed as an 
Assistant Chemist on ad hoc basis in the Geological Survey 
of Tndia on pav according to rules in the scale of Rs. 350- 
25-500-30-59Q-EB-30-800-EB-30-830-35-900, in a tempo- 
rary capacity with effect from the forenoon of the 22nd 
January 1964, until further orders. 

No. 3917AT/2181(J)F//19— Shri M. Ravindran Nayar, 
M.Sc., Senior Technical Assistant (Chem.), is appointed as 
an Assistant Chemist on ad hoc basis in the Geological 
Survey of India on pay according to rules in the scale of 
Rs. 350-25-500-30-590-EB-30-800-EB-30-830-35-900, in a 
temporary capacity with effect from the forenoon of the 
22nd January 1964, until further orders. 

No. 3901N72181(i)E7/19 — Shri S. B. Akolkar, M.Sc., 
Senior Technical Assistant (Chem.), is appointed as an 
Assistant Chemist on ad hoc basis in the Geological Survey 
of Tndia on pay according to rules in the scale of Rs. 350- 
25-500-30-590-EB-30-800-EB-30-830-35-900, in a tempo- 
rary capacity with effect from the afternoon of the 31st 
January 1964. 

The 23 rd April 1964 

No. 4172V/1734(4)/19 — The following temporary 
officers of the Geological Survey of India are declared 
Quasi-permanent in the grade shown against their name 
w.e.f. 1-7-63 : — 

Sarvashri 

(1) D. N. Setti, Asstt. Geologist. 

(2) R. N. Bandopndhyaya, Asstt. Geologist. 

(3) K. Gopala Rao, Asstt. Geologist. 

(4) S. S. Deshmukh, Asstt. Geologist. 

(5) Somnath Gupta, Asstt. Geologist. 

(6) A. U. Rao, Asstt. Geologist. 

(7) B. Dayal, Asstt. Geologist. 

(8) D. N. Seshagiri, Asstt. Geologist. 

(9) Raghunandan Prasad, Asstt. Geologist. 

(10) S. Gangopadhyaya, Asstt. Geologist. 

(11) N. Mazumder, Asstt. Geologist. 

(12) M. R. Raghavan, Asstt. Geologist. 

(13) T. N. Sahai, Asstt. Geologist. 

(14) M. G. Rao, Asstt. Geologist, 

(15) G, Kumar, Asstt. Geologist. 

(16) P. R. Chandra, Asstt. Geologist. 

(17) K. K. Dutta, Asstt. Geologist. 

(18) S. Guha, Asstt. Chemist. 

(19) Dr. N. R. Sen Gupta. Asstt. Chemist. 

(20) Vinode Kumar. Asstt. Chemist. 

(21) K. M. S, Bhattathiripad, Asstt. Chemist. 

(22) M. K. R. Nair, Asstt, Geophysicist. 

(23) Ashok Kumar Roy, Asstt. Geophysicist. 

(24) C, L. Aurora, Asstt. Geophysicist, 

(25) B. Jana, Asstt. Geophysicist. 

(26) B. N. Dutta, Asstt. Geophysicist. 

(27) N. P. Dutta, Asstt. Geophysicist. 

(28) K. C. Sogani, Asstt. Geophysicist. 

(29) K. Sathyamurthy, Asstt. Geophysicist. 

(30) H, S. Ranhotra, Asstt, Geophysicist. 

(31) S. Subrahamanyam, Asstt. Geophysicist. 

(32) B, K, Sharma, Asstt. Geophysicist. 

(33) K. K. Rao. Asstt. Geophysicist. 

(34) V. K. D. Prasada Rao, Asstt. Geophysicist. 

B. C. ROY 
Director General 
Geological Survey of India. 


MINISTRY OF INTERNATIONAL TRADE 
Forward Markets Commission 

Bombay, the April 1964 

No. 1/3/ 61-64/ RPC — Shri Harcharan Singh Sahi. a 
permanent Senior Research Assistant, is promoted ad hoc 
to the post of Research Officer (Class TT Gazetted) in the 
scale of Pav of Rs. 400-25-500-30-590-FB-30-800-EB-30- 
830-35-900, in the office of the Forward Markets Commis- 
sion, Bombay, with effect from the forenoon of the 8th 
April 1964, until further orders vice Shri M. R. Mayya 
appointed as Enforcement Officer. 
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No. 7/ 3/ 61-64/ RPC — Shri M. R. Mayya, a permanent 
Senior Research Assistant and an officiating Research 
Officer, is appointed ad hoc to officiate as Enforcement 
Officer (Class II Gazetted) in the scale of pay of Rs. 590- 
30-800-EB-30-830-35-900, in the office of the Forward 
Markets Commission, Bombay, with effect from the fore- 
noon of the 8th April 1964 vice Shri H, G. Bhatt trans- 
ferred to foreign service. 

No. 1/ 3/ 61-64/ RPC — Shri Harcharan Singh Sahi 
relinquished charge of the post of Research Officer in the 
office of the Forward Markets Commission, Bombay, with 
effect from the forenoon of the 16th March 1964. 

K. S. MAHADEVAN 
Deputy Director 
for Chairman, Forward Markets Commission 

Bombay 


MINISTRY OF INFORMATION AND 
BROADCASTING 

Directorate of Advtg. & Visual Publicity 

New Delhl-l, the 18 1/; April 1964 

No. II 15/ 62-Est . — The Director of Advertising and 
Visual Publicity hereby appoints Shri H. C. Sharma, as 
Assistant Production Manager in the Directorate of 
Advertising and Visual Publicity in a substantive capacity 
with effect from the 1st April 1962. 

C. B, L. MATHUR 
Deputy Director ( Administration ) 
for Director of Advtg. & Visual Publicity 


MINISTRY OF STEEL, MINES & HEAVY ENGG. 
(Department of Iron & Steel) 

Iron and Steel Control 

PUBLIC NOTICES 
Calcutta- 1, the 21st April 1964 

Subject— Policy for Export of Ferrous Scrap <& Finished 
Steel during April to September 1964 

FERROUS SCRAP 

No. IND(E) III bA — Export of Ferrous Scrap will be 
licensed up to an overall quota to be fixed by the Iron & 
Steel Controller for the period ending September 1964. 
Exports would be allowed to be made by established 
exporters who have exported scrap dining any of the 3- 
year period ending March 1964 excluding the export of 
skull scrap and detinned scrap. The exporters may choose 
the best year from the above three-vear period for the 
purpose of obtaining base quota certificates certifying the 
quantity and value of the best year exports. It the quota 
allocated for export is not utilised the Iron & Steel Con- 
troller reserve the right to cancel the unutilised quota and 
reallocate it to other established exporters or new-comers 
who come forward for export of scrap. The exporter 
will be permitted to export scrap against their base quota 
from any Port in the Union of India. Against actual 
earnings of foreign exchange by export of ferrous scrap 
supported by Bank Certificate, Exporters may apply for 
import of finished steel, the categories, price and conditions 
thereof being governed by the decisions of the Iron & 
Steel Controller issued from time to time. 

1. No. 1 Quality Sheet Cuttings : 

Export will be allowed subject to a maximum of 20 per 
cent of No. 2, 2A and 3 quality sheet cuttings. 

2. Nos. 2, 2A & 3 Quality Sheet Cuttings : 

The export of Nos. 2, 2A, & 3 Quality Sheet Cuttings 
will continue to be licensed to any person within the ceiling 
to be fixed by the Iron & Steel Controller. 

3. Borings and Turnings : 

Export of steel borings and turnings will be allowed at 
the best average of export of the similar material during 
the last six months excluding January 1964. 

Export of cast iron borings and turnings will be allow- 
ed. 

4. Detinned Scrap : 

Detinning factories will be permitted to export their 
earnings of detinned ferrous scrap without any quantita- 
tive restriction. 


5, Cost Iron & Steel Skull Scrap : 

(i) Export of Main Producers’ steel skull scrap will 
be allowed. 

(ii) Export of Electric Furnace skull scrap will be 
allowed. 

(iii) Export of cast iron skull scrap will not be allowed 
in view of acute shortage of Pig Iron. 

6. Tool Steel Scrap : 

Export of tool steel scrap will be permitted subject to 
the production of analysis report at the time of shipment 
to the satisfaction of the Iron and Steel Controller that 
the scrap sought to be exported falls within the category 
licensed. 

1: Heavy Melting Scrap : 

Export of heavy melting scrap will not be allowed, 

8. Other varieties of Scrap : 

Export of such varieties as high silicon sheet cuttings, 
chilled rolled etc. which cannot be utilised in the country 
will be permitted to be exported. 

9. Inspection : 

Actual shipment of scrap will be subject to inspection 
by the Inspectorate of the Ron and Steel Controller. 

10. Applications for export licences on prescribed form 
along with necessary treasury challan and current income- 
tax verification certificate number from intending exporters 
of the above types in Calcutta should be sent to the Iron 
and Steel Controller, 33-Netaji Subhas Road, Calcutta. 
Applications on prescribed form for exports from the 
ports of Bombay and Kandla, accompanied by all parti- 
culars should be sent to the Dy. Iron and Steel Controller. 
Government of India, Everst Bldgs., 6th Floor, 100-Netaji 
Subhas Road, Bombay and applications on prescribed form 
for export from the ports of Madras and Cochin, Vishaka- 
patnam accompanied by all particulars should be sent to 
the Asstt. Iron & Steel Controller, 15, McNichols Road, 
Madras-10. Such applications should be made immediately 
in the interest of the exporters as applications received 
after 30th June 1964 cannot for obvious reasons be enter- 
tained. All export licences for this period will be valid 
for shipment up to midnight of 30th September 1964. 

11. The unutilised balance of the quota of scrap issued 
for the previous period October 1963 to March 1964, will 
be distributed to established exporters desirous of exporting 
additional quantity of scrap after completion of shipment 
against their normal quota for the current period in pro- 
portion to the tonnage actually exported by them against 
quota for this period. 

ROLLED STEEL 

The export of Rolled Steel materials would be allowed 
during this half-yearly period ending September 1964. 
The following procedure Is laid down for parties intending 
to enter into export commitments either for fabricated 
materials or for rolled steel materials. 

List ‘A’ enclosed with this Notice contains names of 
items which are available freely for export either as rolled 
products or for fabrication of engineering goods proposed 
to be exported. List ‘B’ gives the particulars of materials 
which may be available in limited quantities for export 
either as rolled products or as fabricated engineering goods. 
Materials not included either in list ‘A’ or in list T3’ 
would not normally be available for export. 

So far as items included in list *A’ are concerned, there 
would be no objection to any exporter of rolled steel or 
of engineering goods to enter into export commitment- 
without making any prior reference to the Steel Control. 

So far as items mentioned in list ‘B’ are concerned, a 
reference should be made to the Iron and Steel Controller, 
before entering into any commitment for export, as to 
whether any export commitment can be made, A decision 
as to whether such materials would he available for export 
would be given to the intending exporter within a week 
from the date of receiving the reference from such 
exporter. 

So far as items not included in lists ‘A’ or 'B 1 are con- 
cerned. if there is any specific offer which may be consi- 
dered beneficial to the country, a reference mav be made 
to the Iron and Steel Controller for ascertaining whether 
the material in question would be available. In anv cir- 
cumstance, however, no nrior commitment should be 
made in regard to any such items as also with regard to 
items mentioned in list ‘B’ mentioned above. 
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Intending exporters may receive offers for export of 
rolled steel of non-Indian specifications or of fabricated 
goods made out of rolled steel of non-Indian specifications. 
Normally, the question of manufacture of such steel of 
non-Tndian specification would not be considered. How- 
ever, if the order is of comparatively large magnitude and 
if the offer seems beneficial from price and other aspects, 
the question of specially rolling such steel may be consi- 
dered. 

The items mentioned in list ‘A’ may be freely exported 
and the categories mentioned in list ‘B’ can be exported 
only with the concurrence of Iron & Steel Coni roller. 


LIST ‘A’ 

MATERIALS AVAILABLE FOR EXPORT FREELY 
EITHER AS ROLLED PRODUCTS OR FOR FABRI- 
CATION OF ENGINEERING GOODS TO 
BE FXPORTED 

(a) Quality : Ordinary mild steel of commercial quality or to 
Indian Standard Specification 226-62 or 2062- 
62 or 1977-62, 


( b ) Sections ■ 

Joisls . 

125x75, 150x 80, 200x100, 

1 50'-' 150, 225> 110, 250x 125, 
300.- 140, 450'- 150, 600x 210 

100 . 75 & 175x 90 


Rails ; 

90 lbs. & 105 lbs. 2nd Class 
(Untested) 


Channels : 

75x 40, 100X 50, 125x 65, 

150x 75, 250x 80x 7'!, 250x 80 
< 9, 250 ■ 80 v 10, 175x 75 & 

41 * 32 (Telegraph Channel). 
250/. 85 ■» 10 


Angles . 

40 x 40 v j, 40 x 40 v 6, 50x 50y 5, 
50 x 50 ■ 6, 60> 60 •. 6, 60x 60x 8, 
100^ 65 (Bulb Angle), 1 50x 75x 8 
130x 150x 10, 150x 75x12, 

150x 150x 12, 150x 150x 15, 
150xl50 N 18, 65x 65x 5,6,8, 

10, 60 x 60 x 5, 75x 75x 6, 8, 10, 
90 < 60> 6, 8, 65 - 45x 6, 8, 
110-110 & 125 x 75. 


Rounds : 

16, 18, 20, 22, 25, 28, 32, 36, 40, 
45, 50, 56, 63, 71. 80, 90 & 100 mm. 


Squares : 

12, 16, 18, 20, 22, 25, 28, 32, 36 
40, 45, 50, 56, 63, 71 & 80 mm. 


Flats : 

45, 50, 63 & 80 mm 


LIST ‘B’ 

MATERIALS AVAILABLE IN LIMITED QUANTITY 
FOR EXPORT IN AS ROLLED CONDITION OR 

FOR FABRICATION OF ENGINEERING 

GOODS FOR EXPORT 

(a) Quality . 

Same as in 

‘A’ above. 

(h) Sections ; 

Joists : 

lOOx 50 mm. 


Rails : 

20 lbs, 24 lbs & 30 lbs. (Untested) 
90 lbs & 105 lbs. (First Class) 
60 lbs. & 50 lbs. (2nd Class Un- 
lesied) 


Angles : 

25x 25 - 5, 30x 30x 5, 33x 35x 5, 
6, 45 \ 45 ■ 5, 6, I25,x 75x 8, 10, 
150x 75x 10, 45\30x5, 6 & 

lOOx 75. 


Tees : 

2J* , +' 

3' s 3' - r. 4'T 3' x r. 


Channels : 

225 v 80, 200-75x 6-1, 175 . 

75/ 5-7 


Rounds : 

6, 10 & 12 mm 

Octagonal — }', J' r 

Ll/8', 11' & I*' 


Flats : 

Ribbed Bars— 12, 16 & 20 mm 

25, 32, 40, 100, 125, 160, 180, 
200, 220 & 250 mm. 

Subject — Import under 

AID Loan ( Proscribed ships) 


No. DC/Genl/ PN(SH ) — In continuation of this offic 
Public Notices issued under even number, dated 30t 
September 1963, 18th December 1963 and 10th Februar 
1964 containing the names of 199 ships which wer 
proscribed against shipment of AID Financed goods, it'i 
notified that the Agency for International Development 
Washington, have declared a few more ships as proscrifc 
ed. A list containing names of 14 ships to be added t 


and 1 3 ships to be deleted from the lists of proscribed ships 
issued in the Public Notices cited above, is furnished below. 
The total number of proscribed ships now stands at 200. 

Additions and deletions to the listing of vessels designat- 
ed as ineligible to carry U.S. Financed commodities : — 

Addition 1 ; 

(1) Cris (Lebanese). 

(2) Mulberry Hill (British). 

(3) Oak Hill (British). 

(4) Santa Granda (British). 

(5) Ardsirod (British). 

( 6) Claire (Lebanese) . 

(7) Huta Ostrowiec (Polish). 

(8) Kincross (British). 

(9) Streatham Hill (British). 

(10) Huta Labedy (Polish). 

(11) Nancy Dee (British). 

(12) New Hill (British). 

(13) Sea Coral (British). 

(14) Sierra Andia (Spanish). 

(15) Denmark Hill (British). 

Deletions 

(1) Hydraios III (Greek). 

(2) Kongsgaard (Norwegian) (Tanker). 

(3) London Confidence (British) (Tanker). 

(4) London Independence (British) (Tanker). 

(5) Cannaregio (Italian). 

(6) Flan Despotna (Greek). 

(7) Efcharis (Greek). 

(8) Eftychia (Greek). 

(9) Kostis (Greek). 

(10) Maria De Lourdes (Greek). 

(11) Maria Santa (Greek). 

(12) Polykeni (Greek). 

(13) Vassiliki (Tanker) (Greek). 

(14) Annalisa alias Macia Susama (Italian) 

The 22nd April 1964 

No. IND- 7(39) — Control over distribution and prices 
of rc-rollable scrap has been withdrawn by the Govt, of 
India vide their Notification No. ESS.COMM/IRON AND 
STEEL-4, 5, 7, 15, 18, 19, 20 and 27/1, dated 1st March 
1964, published in the Gazette of India, Extraordinary, 
Part II, Section 3(ii). This office Public Notice No. 
IND/7(39), dated 20th August 1963 on distribution of 
re-rollable scrap published in the Gazette of India in Part 
(II, Section 1, dated 7th September 1963 may therefore be 
treated as cancelled. All controlled sources of Re-rollable 
scrap have however, been advised lo sell their arisings only 
to the Re-rollers. 


The 23 rd April 1964 

Subject : — Size restriction on Import of Stainless Steel 
Sheets against Import licences for Prime 
quality Stainless Steel Sheets. 

No. 1/1-3/63 — For information of the Trade it is noti- 
fied that import of Stainless Steel Cuttings or Defectives is 
not allowed against Import licence(s) for "Prime Stainless 
Steel Sheets” issued by the Iron & Steel Controller from his 
licensing offices at Calcutta/Bombay/Madras/Ncw Delhi 
The facilities allowed in Iron & Steel Controller’s Public 
Notice No. 1/1-3/62, dated 6th December 1963, for import 
of Tool and Alloy Steel materials in cut-lengths against 
Import licence for “Prime Tool & Alloy Steel” are not 
applicable to the Import licence for “Prime Quality Stain- 
less Steel Sheets/Plates/Strips/Circles”. 

However, as the standards of Stainless Steel Sheets 
have not yet been fixed up in the country and standard 
dimensions differ from country to country, import of 
Prime Quality S.S. Sheets shall be according to the standards 
of the country from which the import would be made. 
The onus of satisfying this condition will rest ‘on the 
importers who should produce catalogue of the supplier 
or reference book of the country concerned to the Customs 
authorities at the time of clearance of the materials, if 
the Customs authorities so desire. 



264 


THE GAZETTE OF INDIA, MAY 2, 1964 (VAISAKHA 12, 1886) 


[Part III — Sec. 1 


The 24th April 1964 
AMENDMENT 

No. ESS. COMM /IRON & STEEL-4, 5 & 15/1 (AM-2) 
— In exercise of the powers conferred on me under 
Clauses 4, 5 and 15 of the Iron and Steel (Control) Order, 
1956, I hereby authorise that the following amendment 
shall be made to Notification No. ESS.COMM/IRON & 
STEEL-4, 5 & 15/1, dated 22nd February 1964, published 
in the Gazette of India, Part III, Section 1, dated 29th 
February 1964, namely : — 

The existing entry against item 1 in the Schedule append- 
ed to the said Notification shall be substituted by the 
following : — 

“1. Forging quality steels in all categories including the 
following (or equivalent specifications) : — 

(a) IRS M3 & M4 Cl. 1 — Blooms, Billets and Bars. 

(b) IRS M3 Cl. II — Blooms and Billets. 

(c) IRS M3 & M4 Cl. Ill — Blooms, Billets and Bars. 

(d) IRS M3 & M4 Cl. IV — Blooms, Billets and Bars. 

(e) IRS M26 Cl. X — Blooms and Billets. 

(f) IRS M26 Cl. XI — Blooms and Billets. 

(g) IRS Y3- — Blooms, Billets and Bars.” 

S. C. MUKHERJEE 
Iron tfc Steel Controller 


DIRECTORATE GENERAL OF HEALTH SERVICES 

New Delhi, the 1 5th April 1964 

No. 13-185/62-P— The Director General of Health Ser- 
vices hereby appoints Miss A. Cherian, Vice Principal. 
College of Nursing, to the post of Nursing Officer in this 
Directorate, on a temporaiy basis, with effect from the 
1st April 1964, until further orders. 

A. S. BAWA 
Deputy Director ( Administration ) 
for Director General of Health Service s 


New Delhi, the llth April 1964 

No. 1-19/64 Adm. /— Shri N. H. Ramakrishnan relin- 
quished charge of the post of Administrative Officer, 
Willingdon Hospital, New Delhi on the forenoon of the 
1st April 1964. 

2. Shri J. R. Jain, Section Officer in the Department of 
Food, is appointed to the post of Administrative Officer, 
Willingdon Hospital, New Delhi with effect from the fore- 
noon of the 1st April 1964. 

A. S. BAWA 
Deputy Director ( Administration ) 


New Delhi, the 18th April 1964 

No. 1-13/64 -CGHS.I — The Director General of Health 
Services hereby appoints Dr. S. Ghosh, to the post of 
Asstt. Surgeon, Grade I, under the Central Government 
Health Scheme, in a temporary capacity with effect from 
the forenoon of the 8th April 1964, till further orders. 

No. 1-31/64-CGHS.I — The Director General of Health 
Services hereby appoints Dr. J. Chadha to the post of 
Surgeon, Grade I, under the Central Government Health 
Scheme, in a temporaiy capacity with effect from the fore- 
noon of the 4th April 1964, till further orders. 

The 22nd April 1964 

No. 1-21/ 64-CGHS.I — The Director General of Health 
Services hereby appoints Dr. (Mrs.) H. K. Paul to the 
post of Lady Assistant Surgeon, Grade I, under the Central 
Govt. Health Scheme, in a temporary capacity with effect 
from the afternoon of the 7th March 1964, tiff further 
orders. 

The 25th April 1964 

No. 5-1 1/ 64-CGHS.I — Consequent on the termination 
of his services Dr, M. C. Gupta, relinquished charge of 
the post of Assistant Surgeon, Grade I, under the C.G.H, 
Scheme on the afternoon of the 30th March 1964. 

K. C. GUPTA 

Deputy Director ( Administration ) 


MINISTRY OF FOOD AND AGRICULTURE 
(Department of Agriculture) 

Directorate of Plant Protection, Quarantine and Storage 

New Delhi-1, the 21rt April 1964 

No. F.l-16/ 63-Adm.l — The Plant Protection Adviser 
to the Government of India hereby appoints Sarvashri 
Madhusudan Lai and L. P. Arora, Assistant Aircraft 
Inspectors of the Civil Aviation Department, as Junior 
Aircraft Maintenance Engineers in the Directorate of 
Plant Protection, Quarantine and Storage, New Delhi with 
effect from the forenoon of the 10th April 1964, uutil 
further orders. 

S. S. HATE 
Chief Administrative Officer 
for Plant Protection Adviser 
to the Govt, of India 


Directorate of Marketing & Inspection 

Nagpur, the 22nd April 1964 

No. F.l/95/63 -Adm.B — Consequent on his selection by 
the Union Public Service Commission Shri N. Ramamohan 
is appointed to officiate as Marketing Officer (Scheme for 
Compulsory Quality Control on Vegetable Oils before 
export) at Madras with effect from the 24th of March 
1964 (forenoon), until further orders, 

Shri B. N. Gupta, Officiating Senior Chemist, Rajkot 
is appointed to officiate as Marketing Officer (Scheme for 
Compulsory Quality Control on Vegetable Oils before 
export) at Rajkot on an ad-hoc basis with effect from the 
forenoon of the 9th March 1964, until further orders.' 

Shri P. Ravindranathan, Officiating Senior Inspector, 
Cochin is appointed to officiate as Assistant Marketing 
Officer, Essential Oils Grading Scheme at Kuppam on 
an ad-hoc basis with effect from the forenoon of the 9th 
March 1964, until further orders, 

Shri Laxmi Narain, officiating Senior Inspector, Kanpur 
is appointed to officiate as Assistant Marketing Officer 
(Scheme for Compulsory Ouality Control on Vegetable 
Oils before export) at Rajkot on an ad-hoc basis with 
effect from the forenoon of the 10th March 1964, until 
further orders. 

The 23 rd April 1964 

No. F. 1/95 /63-Adm.B. — Shri G. C. Agarwal, Officiat- 
ing Marketing Officer, Ghee Grading Scheme, New 
Delhi is appointed to officiate as Chief Chemist at Re- 
gional Control Laboratory, Rajkot on an ad-hoc basis with 
effect from the 30th March 1964 (F.NT until further 
orders, in the Scheme for Compulsory Quality Control on 
Vegetable Oils before export. 

Shri Chandra Mohan, Officiating Senior Inspector, 
Ghee Grading Scheme. Jaipur is appointed to officiate as 
Assistant Marketing Officer (Scheme for Compulsory 
Quality Control on Vegetable Oils before export) at Jam- 
nagar on an ad-hoc basis with effect from the forenoon 
of the 21st March 1964 until further orders. 

R. T. MIRCHANDANI 

Agrtcidtural Marketing Adviser' 
to the Govt, of India 


(Department of Food) 

Indian Institute of Sugarcane Research 

Lucknow, the April 1964 

No. F. 10-1/64-Er/f. — Consequent upon the acceptance 
of bis resignation. Dr. Virendra Prasad Agnihotri, relin- 
quished charge of the post of Assistant Mycologist, Cen- 
tral Civil Services. Class II at the Indian Institute of 
Sugarcane Research Lucknow with effect from the after- 
noon of the 22nd April, 1964, 

R. R. PANJE 

Director. 
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CENTRAL INLAND FISHERIES RESEARCH 
INSTITUTE 


INDIAN AGRICULTURAL RESEARCH INSTITUTE 

New Delhi, the 18 th April 1964 

No. 19-4 5/Ad-lI — After completion of advanced train- 
ing in the U.S.A. under the Rockefeller Foundation Scho- 
larship grant, Shri L. M. Joshi, Assistant Mycologist in the 
Division of Mycology, Indian Agricultural Research Insti- 
tute, New Delhi, assumed charge of his duties in the 
same capacity with effect from the forenoon of 18th 
March 1964. 

VAS DEV 
Registrar 


CENTRAL RICE RESEARCH INSTITUTE 

Cuttack- 6, the 13th April 1964 

No. F. 7 -8/ 51 -PR-3924 — Shri A. Krishnamurty, Assis- 
tant Botanist, Class II (.Gazetted) in the scale of pay 
of Rs. 350-25-500-30-5 90-EB-3 0-800-EB-3 0-830-3 5 -900, 
under the scheme for “Evolution of Japanica x Indica 
hybrid varieties of rice and their utilisation in different 
states” with his headquarters at Titabar, Assam, is posted 
on transfer as Assistant Botanist, Class II (.Gazetted), in 
the same scale of pay under the “Scheme for Botanical 
Survey and Collection of breeding material” of the Central 
Rice Research Institute, Cuttack, on officiating capacity 
with his headquarters at Central Rice Research Institute, 
Cuttack with effect from 24th March 1964 (F.N.), until 
further orders. 

No. 6-5/ 51 -PR-39 11 — Shri T. E. Srinivasan, Research 
Assistant is appointed as Assistant Botanist, Class 11 
(Gazetted) under the scheme for “Evolution of Japonicu 
x Indica hybrids and their utilization in different states" 
in the scale of pay of Rs. 350-25-500-30-590-EB-30-800- 
EB-3O-830-35-9UO, with effect from the forenoon of the 
17th March 1964 in a temporary capacity, until further 
orders. He is posted at Titabar, Assam vice Shri A. 
Krishnamurty, Assistant Botanist transferred to Central 
Rice Research Institute, Cuttack. 

No. F.1-2/58-PR-3912 — ShriP.N, Sreedharan, Research 
Assistant is appointed to the post of Assistant Botanist, 
Class II (Gazetted), under the scheme for Physiological 
Specialization of Piricularia oryza (study on Blast disease 
of rice under PL-480 Programme) at Central Rice Research 
Institute, Cuttack in the Scale of Rs, 350-25-500-30-590- 
EB-30-800-EB-30-830-35-900, with effect from the fore- 
noon of the 18th March 1964 in a temporary capacity, 
until further orders. 

R. H. RICHHAR1A 
Director 

INDIAN VETERINARY RESEARCH INSTITUTE 

Izatnagar, the 14 th April 1964 

No. F.6-2/6Q-E.I — Shri S. S. Jawa, is appointed as Assis- 
tant Research Officer (Veterinary) at the Indian Veteri- 
nary Research Institute, Izatnagar in a substantive capacity 
with effect from 10th February 1960. 

No. F.6-14/59-E./-— Shri D. R. Uppal, is appointed as 
Veterinary Officer, at the Indian Veterinary Research 
Institute Mukteswar in a substantive capacity with effect 
from 19th January 1961. 

No. F.6-26/ 59-E.I — -Shri V. P. Jaitly, is appointed as 
Engineer at the Indian Veterinary Research Institute, 
Mukteswar in a substantive capacity with effect from 16th 
August 1960. 

No. F.13-3/62-E.I — Shri Brahm Dutt, is appointed as 
Assistant Research Officer (Trace Element) at the Indian 
Veterinary Research Institute, Izatnagar in a substantive 
capacity with effect from 23rd November 1960. 

M. R. DHANDA 
Director 

FOREST RESEARCH INSTITUTE & COLLEGES 

Dehra Dun, the 22nd April 1964 

No. 3553 /64-Ests- 16(102) — Shri Akash Chandra is 
appointed to officiate as Research Officer, Forest Re- 
search Institute & Colleges, Dehra Dun with effect from 
the afternoon of 15th April, 1964. 

M. A. REHMAN 
President 

Forest Research Institute & Colleges 


Barrackpore, the 22nd April 1964 

No. 10P/4923 — Consequent on her selection for 
appointment to the post of Research Officer, Class I 
Junior at Central Inland Fisheries Research Sub-Sfation, 
Cuttack Dr. (Miss) E. Mitra relinquished charge of the 
post of Assistant Research Officer (Class II Gazetted) at 
the Estuarine Fisheries Research Centre of the Central 
Inland Fisheries Research Institute, Calcutta on the after- 
noon of 6th April, 1964, 

No. 31 IP/ 5054 — Shri H. A. Khan is appointed to ofli- 
ciale us Assistant Research Officer, Cluss II Gazetted at 
the Central Inland Fisheries Research Institute, with effect 
from the forenoon of 7th April 1964, and until further 
orders. 

B. S. BH1MACHAR 
Director 


CENTRAL INSTITUTE OF FISHERIES EDUCATION 

Bombay- 1, the 20th April 1964 

No. F. 1-U 64 (AFD) CIFE / 6 8 5— Shri A. F. D’Mello, 
Assistant Professor, (Fish Processing) is hereby granted 
180 days earned leave from 12th March 1964 to 8th 
September 1964, 180 days half average pay leave from 
8th September 1964 to 5th March 1965 and 370 days 
leave without pay from 6th March 1965 to 10th March 
1966 for prosecuting studies abroad. 

Certified that Shri A, F. D’Mello would have continued 
to officiate in the post but for his proceeding on leave and 
that he would return to Bombay from where he proceeded 
on leave. 

C. V. KULKARNI 
Director 

SUGARCANE BREEDING INSTITUTE 

Coimbatore-1 , the 18 th April 1964 

No. 4-91 /Estt. — Shri A. S. Ethirajan, Officiating Assis- 
tant Botanist, (Plan), Sugarcane Breeding Institute, 
Coimbatore, is transferred as Assistant Botanist, General 
Central Service Class II Gazetted with effect from 15th 
May 1964 at the newly created Regional Sugarcane Sub- 
station, Lucknow. 

The 21 St April 1964 

No. 4-10/Estt. — Smt. U. Vijayalakshmi, Officiating 
Senior Research Assistant (Genetics)-PL 480 Project, 
Coimbatore, is appointed to officiate as Assistant Botanist, 
Class II Gazetted, at this Institute purely as a temporary 
measure, for a period of 3 months or pending selection of 
a suitable candidate by the Departmental Promotion Com- 
mittee of the Ministry whichever is earlier. 

She will draw Rs. 350 in the scale of Rs. 350-25-500- 
30-590-EB-30-800-EB-30-830-35-900. 

J. THULJARAM RAO 
Director 

NATIONAL ARCHIVES OF INDIA 

' New Delhi-2, the 1 5th April 1964 

No. F.21/3/63-A.1 — The Director of Archives, 
Government of India, is pleased to appoint Dr, Jagdish 
Raj, substantively to the permanent post of Archivist 
(General) in the National Archives of India, New Delhi, 
with effect from the 14th March 1963. 

K. D. BHARGAVA 
Director of Archives 
Government of India 

ATOMIC ENERGY ESTABLISHMENT, TROMBAY 

Bombay-5, the 14th April 1964. 

No. PA/8l(l)/64-R — The Director, Atomic Energy 
Establishment Trombay, appoints Shri Shripad Yashawant 
Moghc, a temporary Scientific Assistant-Grade C, to 
officiate as Scientific Officer/Engineer-Grade SB in the 
Atomic Energy Establishment Trombay, from the forenoon 
of February 1, 1964, until further orders. 
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No. PA/8l(lO)/64-R — The Director, Atomic Energy 
Establishment, Trombay, appoints Shri Dhanwant Singh 
Sohal, a temporary Scientific Assistant, Grade B, to officiate 
as Scientific Officer/ Engineer, Grade SB, in the Atomic 
Energy Establishment. Trombay, from the forenoon of 
March 1, 1964, until further orders. 

P, R. MER 
Recruitment Officer 

INDIAN POSTS AND TELEGRAPHS DEPARTMENT 
Office of the Director Postal Services, Delhi Circle 

New Delhi, the 18th April 1964 

No. Staff/ P-474 — Shri G. P. Joshi, S.P.M., Karol Bagh 
(H.S.G.), Delhi is appointed to officiate in Postmaster's 
Service, Class II as Dy. Postmaster (Gazetted), New Delhi 
Head Office w.e.f. 18th March 1964 vice Shri B. D. 
Aggarwal granted leave for 65 days. 

G. S. BHATIA 
Director 

Postal Services, Delhi Circle 

OFFICE OF THE DIRECTOR GENERAL OF 
CIVIL AVIATION 

New Delhi, the 21.rf April 1964 

No. 11/70/63-E/4 — The Director General of Civil 
Aviation is pleased to appoint the undermentioned candi- 
dates as Assistant Aerodrome Officers in a temporary 
capacity on the dates and at the stations mentioned against 
their names on an initial pay of Rs, 350 p.m. 

S, No. Name of Candi- _ Station posted Date of taking 
date over charge of 

the post of As- 
sistant Aerod- 
rome Officer 

1. Shrj M.M, Shaima Santucruz Airpoit, 23-3-1964 

BOMBAY _ (FORENOON) 

2. Shri S.M, Das Calcutta Airport, 22-3-1964 

Dum Dum (FORENOON) 

3. Shri Daya Chand Safdaijung Airporl, 21-3-1964 

Kharb New Delhi (AFTERNOON) 

The 21th April 1964 
CORRIGENDUM 

No. 1 1/20/64-EC — In this Department Notification No, 

1 1/20/64-EC, dated the 28th March 1964 please read 
the name of officer as Shri K. S. Heble instead of Shri 
K. Heble as shown against S. No. 14 (herein. 

R. A, MISRA 
Assistant Director of Administration 
for Director General of Civil Aviation. 


under the Regional Meteorological Centre, New Delhi, as 
Assistant Meteorologist in an officiating capacity for 
eightynine days with effect from the forenoon of 13th April 
1964, vice Shri L. C. Sharma, Officiating Assistant Meteo- 
rologist, granted leave. 

Shri K. K. Srivastava, remains posted in the Meteorolo- 
gical Office, Bamrauli, under the Director, Regional 
Meteorological Centre, New Delhi. 

The 21th April 1964 

No. £(7)03822 — The Director General of Observa- 
tories hereby appoints Shri V. V. Dutar, Officiating Superin- 
tendent, Office of the Deputy Director General ot Observa- 
tories (Climatology and Geophysics), Poona, as Assistant 
Meteorologist in an officiating capacity for seventysix days 
with effect from the forenoon of 13th April 1964, vice 
Shri P. C. Chatterjee, Assistant Meteorologist, granted 
leave. 

Shri V. V. Dalar remains posted in the Office of the 
Deputy Director General of Observatories (Climatology 
and Geophysics), Poona. 

K. S. AGARWALA 

Meteorologist Grade I ( Establishment & Budget) 
for Director General of Observatories 

COLLECTORATE OF CUSTOMS AND CENTRAL 
EXCISE 

Customs Department 

Cochin-2, the 15th April 1964 

No. 1/1964 — Shri P. V. Damodaran Nair, Officiating 
Senior Grade Examiner at the Madras Custom House is 
appointed and posted in the Cochin Custom House as 
Appraiser in an Officiating capacity with effect from 6th 
April 1964 < forenoon), and until further orders. 

M. RAMACHANDRAN 
Collector of Customs A Central Excise 

Customs Establishment 

Calcutta, the 14 th April 1964 

No. 7/64 — Shri D. R. Dutta Chowdhury, a temporary 
Appraiser Calcutta Customs, has been confirmed with effect 
from 5th January 1964, 

No. 8/64 — Shri C. R. Chaudhuri, a Deputy Superinten- 
dent, has been appointed to officiate as an Appraiser to 
the Calcutta Customs, with effect' from 13th March 1964 
(Afternoon) and until further orders. 

No. 9/64- — Shri P. C. Chhadha, a Preventive Officer, 
Grade I, has been appointed to officiate as an Appraiser 
to the Calcutta Customs, with effect from 13 th March 
1964 (Afternoon) and until further orders. 


New Delhi, the 24 th April 1964 

No. 11/27/ 62-ES — The services of Sarvashri Madhu- 
sudan Lai and L. P. Arora, permanent Assistant Aircraft 
Inspectors in the Civil Aviation Department, have been 
placed at the disposal of the Plant Protection, Quarantine 
and Storage Directorate of the Ministry of Food and 
Agriculture with effect from the afternoon of 31st March 
1964 and until further orders. 

E. N. RAMAMURTI 

Assistant Director ( Administration ) 

for Director General of Civil Aviation 
\ 

INDIA METEOROLOGICAL DEPARTMENT 

New Delhi-2, the 25 th April 1964 

No. £(7)00779 — The Director General of Observatories 
hereby appoints Shri G. S, Mandal as Assistant Meteoro- 
logist in the Indian Meteorological Service, Class II (Cen- 
tral Service, Class II), in a temporary capacity with effect 
from the forenoon of the 26th March 1964 and until 
further orders. Shri Mandal has been posted to the office 
of the Director, Regional Meteorological Centre, Calcutta. 

No. £(1)03774 — The Director General of Observa- 
tories hereby appoints Shri K. K. Srivastava, Officiating 
Professional Assistant, Meteorological Office, Bamrauli, 


M. G. ABROL 
Collector of Customs 

Bombay, the 22nd April 1964 

No. 319 — Shri A. Athaide, officiating Preventive Inspec- 
tor of the Bombay Customs, resigned from the service 
with effect from 31st March 1964 (A.N.). 

M. A. RANGASWAMY 
Collector of Customs 

OVERSEAS COMMUNICATIONS SERVICE 

Bombay, the 21st April 1964 

No. 1/ 15/64-Esf. — Shri K. V. Vasudevan, Permanent 
Technical Assistant, Overseas Communications Service, 
Calcutta Centre, has been appointed as Assistant Engineer 
in an officiating capacity at the Halishar station of the 
Calcutta Centre with effect from the forenoon of the 7th 
April 1964, and until further orders. 

No. 1/86/64-Ei’f. — Shri R. N. Shukla, Permanent 
Technical Assistant, Overseas Communications Service, 
New Delhi, has been appointed as Assistant Engineer at 
the same station in an officiating capacity with effect from 
the forenoon of the 6th April 1964 and until further orders. 
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No, 1/101/64 -Est . — Shri L. J. Palmer, permanent Assis- 
tant Supervisor, C.T.O., Bombay has been appointed as 
Supervisor at the same station in an officiating capacity 
with effect from the forenoon of the 1st April 1964 and 
until further orders. 

No. 1/125/64 -Est . — Shri V. J. Dalgado, Permanent 
Assistant Supervisor, Calcutta, who was appointed as 
Supervisor at the same Centre in an officiating capacity 
with effect from the 9th March 1964 against a short-term 
vacancy vide this Office Notification No. 1/ 125/64-Est„ 
dated 23rd March 1964, has been reverted to his substan- 
tive post of Assistant Supervisor at Calcutta with effect 
from the afternoon of the 11th April 1964. 

No. 1/168/64-Est. — Shri D. N. Bose, Permanent Techni- 
cal Assistant, Overseas Co mm unications Service, Calcutta, 
has been appointed as Assistant Engineer at Halisahar 
Station of the Calcutta Centre in an officiating capacity 
with effect from the forenoon of the 4th April 1964 and 
until further orders. 

No. 1/169/64 -Est . — Shri T. Seetharaman, Permanent 
Technical Assistant, Overseas Communications Service, 
C.T.O., Bombay, has been appointed as Assistant Engineer 
in an officiating capacity at the Calcutta Centre with effect 
from the forenoon of the 30th March 1964, and until 
further orders. 

S. N. KALRA 
Director General 


MINISTRY OF TRANSPORT 
Department of Lighthouses & Lightships 

New Delhi, the [5th April 1964 

No. 25/86/63 -Admn . — On his transfer from Billimora 
to Balasore, Shri D. K. Kurkure handed over charge of 
the post of Station Engineer at Billimora on the 12th 
March 1964 (Forenoon) and took over charge of the 
post of Station Engineer at Balasore on the 24th March 
1964 (Afternoon). 

M. L. CHOPRA 
Administrative Officer 
for Director General 


INCOME-TAX APPELLATE TRIBUNAL 

Bombay- 1, the 25th April 1964 

No. F.87-Ad(^lT)/64--Shri K. S. Sankararaman, Judi- 
cial Member, Income-tax Appellate Tribunal, Madras 
Bench is granted earned leave for 39 days from 23rd April 
1964, refused to him under the first proviso to rule 7 
of the Revised Leave Rules, 1933. 

G. S. GA1TONDE 
President 


OFFICE OF THE COMMISSIONER OF INCOME-TAX 

Lucknow, the 10th April 1964 

No. 54 — Shr i Raghubir Singh, Officiating Income-tax 
Officer, Class II, under suspension, retired from service 
with effect from 22nd August 1962 (forenoon). He has 
further been granted leave refused to him on average pay 
for 3 months and 16 days with effect from 22nd August 
1962 to 7th December 1962. During the period of leave 
he will draw leave salary and pension thereafter. 

2. This notification has been issued in supersession ol 
this office notification No. 259, dated 16th December 
1963, circulated under endorsement P. No. 43-176, dated 
17th December 1963. 

B. M. M1TRA 
Commissioner of Income-tax 
U.P., Lucknow 


Order 

Madras-34, the 21 st April 1964 

C. No. 21-Adm/ 64(f)- — Co mm issioner of Income-tax, 
Madras, hereby directs that with effect from 2nd May 
1964, the following Income-tax Special Investigation Cir- 
cles shall be redesignated as noted against each : — 

Name of Circle as at present & Redesignated as 
Special Investigation Circle ‘A’, Madras— Central 
Circle I, Madras. 

L/G46GI/64 


Special Investigation Circle ‘B’, Madras— Central Circle 
II, Madras. 

Special Investigation Circle, Coimbatore — Central Circle 
I, Coimbatore. 


C. No. 21-A dm/ 64(H ) — In exercise of the powers con- 
ferred on him under Section 124(1) of the Income-tax 
Act (43 of 1961), the Commissioner of Income-tax, 
Madras, hereby creates the following new Income-tax 
Circles with Headquarters noted against each with effect 
from 2nd May 1964. 

Names of new Circles & Headquarters 

Central Circle 111, Madras — Madras. 

Central Circle IV, Madras — Madras. 

Central Circle V, Madras — Madras. 

Central Circle VI, Madras — Madras. 

Central Circle II, Coimbatore— Coimbatore. 

H. P. SHARMA 
Commissioner of Income-tax 
Madras 


Income-tax Establishments 
Bombay, the 14th April 1964 

No. 4 — Shri M. K. Krishnaswami, I.R.S., is 
posted to perform the functions of the 1st Income-tax 
Officer, Estate Duty Circle, Bombay, in addition to his 
own duties with effect from the afternoon of 4th April 
1964 vice Shri P. P. Singh, I.R.S., proceeded on leave. 

R. N. JAIN 
Commissioner of Income-tax 
Bombay City 1 


Bombay, the l5r/» April 1964 

No. 5— Shri Kulraj Singh, I.R.S., is posted to perform 
the functions of the 9 th and 10th Income-tax Officers, 
Market Ward, Bombay in addition to his own duties with 
effect from the afternoon of 31st March 1964, vice Shri 
J. K. Apte, proceeded on leave. 

No. 6 — Shri Chander Singh, I.R.S., is posted to perform 
the functions of the 1st Income-tax Officer, A-Ward, 
Section III, Bombay in addition to his own duties with 
effect from the afternoon of 4th April 1964 vice Smt. S. 
Kapur, I.R.S., proceeded on leave. 

R. D. SHAH 

Commissioner of Income-tax 
Bombay City II 


Bombay, the 15th April 1964 

No. 7— On his transfer to Bombay City charge, Shri 
Jaswant Rai, I.R.S., is posted as 1st Income-tax Officer, 
B-Ward, Section in, Bombay, with effect from the fore- 
noon of 1st April 1964. 

No. 8 — Shri B. S. Navalkar, I.R.S., is posted to perform 
the functions of the 2nd Income-tax Officer, A-Ward, 
Section II, Bombay, in addition to his own duties with 
effect from the afternoon of 4th April 1964, vice Sbri K. 
Rangarajan, I.R.S., proceeded on leave. 

No. 9 — On return from leave, Shri K. Gopalaswamy, 

I.R.S., is reposted as Income-tax Officer, Com. Cir. IH(I), 
Bombay, with effect from the forenoon of 6th April 1964. 

K. E. JOHNSON 

Commissioner of Income-tax 
Bombay City III 


Poona, the 18f/i April 1964 

No. 1 — Shri V. K. Jagdbaii, Income-tax Officer, Class 
I, under training at Nagpur whose services are placed at 
the disposal of the undersigned by the Central Board of 
Direct Taxes, New Delhi under their Order F, No. 57/ 
37/63-Ad, VI, dated 4th February 1964 has been posted 
as Income-tax Officer, E-Ward, Tbana from the afternoon 
of 10th April 1964 relieving Shri V. W. Korgaonkar, 
Income-tax Officer, C-Ward, Thana of the additional 
charge. 
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No. 2 — On relief, Shri V. W. Korgaonkar, Income-tax 
Officer, E-Ward, Thana has been posted as Income-tax 
Officer, C-Ward, Thana from the afternoon of 10 th April 
1964 which was held by him as additional charge in terms 
of this office Notification No, 131, dated 6th January 
1964. 

No. 3 — Shri G. Ranga Rao, Income-tax Officer, Class 1, 
under training at Nagpur whose services are placed at the 
disposal of the undersigned by the Central Board of 
Direct Taxes, New Delhi under their Order F. No. 57/ 
37/ 63-Ad. VI, dated 4th February 1964 has been posted 
as 2nd Additional Income-tax Officer General, Head- 
quarters, Poona from the afternoon of 10th April 1964. 

M. H. MIRZA 

Commissioner of Income-tax 
Poona 


CENTR/kL WATER AND POWER COMMISSION 
(Power Wing) 

Simla-4, the 25th April 1964 

No. 1/183/63 -ADM.H — Following the recommenda- 
tions of the Union Public Service Commission, the 
Chairman, Central Water and Power Commission, hereby 
appoints Shri R. K. Taneia as officiating Extra Assistant 
Director in the Central Water and Power Commission 
(Power Wing) with effect from the forenoon of the 13th 
April 1964, until further orders. 

SADHU SINGH 

Section Officer 
for Chairman 


MINISTRY OF IRRIGATION AND POWER 
Office of the Chief Engineer, Farakka Barrage Project 

Farakka, the llf/i April 1964 

No. PF-IU 35/922 — Shri Gobardhan Paul, a temporary 
Assistant Engineer of the Public Works Deptt., Govt, of 
West Bengal is on deputation as an Assistant Engineer in 
the F.B. Project in a temporary capacity with effect from 
6th February 1964 (F.N.), until further orders. Shri Paul 
is posted in the interest of public service to hold charge of 
the Constn. Sub-Division No. 2B, under the Constn. Divn. 
No. 2 with effect from the same date, until further orders. 

No. PF-I1/ 40/931 — Shri M. K. Mazumdar, a temporary 
Asstt. Engineer of the Construction Board Directorate of 
the Govt, of West Bengal is appointed on deputation as 
Asstt. Engineer, Farakka Barrage Project in a temporary 
capacity with effect from 26th March 1964, until further 
orders. He was posted to hold charge of the Construction 
Sub-Division No. IC, under the Construction Division 
No. I, with effect from the same date, until further order. 


The 13th April 1964 

No. PF-II/ 33/969 — Shri Sasti Ram Mondal, a Tempo- 
rary Assistant Engineer of the P.W. Deptt., Govt, of 
West Bengal is appointed as Assistant Engineer, F. B. 
Project in a temporary capacity with effect from the fore- 
noon of 28-1-1964, until further orders, Shri Mondal is 
posted in the interest of public service to hold charge of 
the Constn. Sub-Divn. No. IC, under the Constn, Division 
No. I, with effect from the same date, until further order 

D. MOOKERJEA 

Chief Engineer 
Farakka Barrage Project 


CHTITARANJAN LOCOMOTIVE WORKS 

Chittaranjan, the 21 st April 1964 

.No. G M A/ GS/ 297 — Sri N. Vembu, Officiating Assis- 
tant Electrical Engineer, (Class II), has been appointed 
to officiate as District Electrical Engineer (M), in Senior 
Scale with effect from 27th January 1964 (F.N.). 

R. KRISHNASWAMY 
General Manager 


MINISTRY OF RAILWAYS 
Research, Designs & Standards Organisation 

Simla-2, the 16th April 1964 

No. A! ES/CFM/O/MD — The confirmation of Shri 
D. A. Fernandes, as Sectional Officer in Class II w.e.f. 5th 
November 1957 as notified in this office Notification No. 
A/ES/CFM/O/MD, dated 29/31st May 1961 is can- 
celled. 

The 21 st April 1964 

No, EW RT/O — Shri S. K. Das, Offg. Section Officer 
(Admn.), R.D.S.O., Simla reverted as Supervisor Steno 
w.e.f. 24th March 1964 (F.N.). 

P. R. RAO 

for Director General 
Establishment Officer 


NORTHERN RAILWAY 

New Delhi, the 14 th April 1964 

No. 9 — Shri Ramesh Behari Mathur, Senior Welfare 
Inspector, Northern Railway, is appointed to officiate in 
Class II service as Assistant Personnel Officer on this 
Railway with effect from 14th April 1964. 

No. 10 — Shri B. P. Sriviastava, Head of Hindi Section, 
Northern Railway, is appointed to officiate in Class JI 
service as Assistant Secretary to General Manager on this 
Railway w'ith effect from 8th April 1964, 

HARBANS SINGH 
General Manager 


NORTH EASTERN RAILWAY 

Gorakhpur, the 21 st April 1964 

No. £/ 124/4-1 690 — Shri S. N. Auddy, Signal Inspector 
(Class III) is promoted to officiate in class II service and 
posted as Assistant Signal and Telecommunication Engi- 
neer with effect from 26th February 1963 (F.N.). 

No. £7124/4-169]- — Shri K. K. Chugh, Temporary 
Assistant Signal and Telecommunication Engineer is pro- 
moted to officiate in Senior Scale and posted as District 
Signal and Telecommunication Engineer with effect from 
23rd March 1964 (F.N.). 

No. El 124/4-1692 — Shri S. P. Ahuja, Assistant Mecha- 
nical Engineer is promoted to officiate in Senior Scale and 
posted as Production Engineer with effect from 4th March 
1964 (F.N.). 

M. A. RAO 
General Manager 


WESTERN RAILWAY 

Bombay, the nth April 1964 

No. £-43 4/11/1 90 — Shri N. R. Halyalkar, computor 
(Class III), has been promoted and posted as officiating 
Assistant Engineer (Class II), with effect from 6th 
February 1964. 

No. £-434/11/191— Shri B. H. Joshi, Head Estimator 
(Class 111), has been promoted and posted as officiating 
Assistant Engineer (Class II), with effect from 20th 
February 1964. 

No. 434/11/192 — Shri G, M. Desai, Inspector of 
Works (Class III) , has been promoted and posted as offi- 
ciating Assistant Engineer (Class II), with effect from 
22nd February 1964. 

No. £-434/11/193— Shri R. D. Patel, Inspector of 
Works, (Class III), has been promoted and posted as 
officiating Assistant Engineer (Class II), with effect from 
10th February 1964. 

No. £-434/11/194 — Shri D. V. Kamath, Computor 
(Class III), has been promoted and posted as officiating 
Assistant Engineer (Class II), with effect from 2nd March 
1964. 

No. £-434/11/195- — Shri A, R. Bbadraswamy, Chief 
Signal Inspector (Class III) , has been promoted and posted 
as officiating Assistant Signal and Telecommunication Engi- 
neer (Class II), with effect from 18th February 1964. 

O. S. MURTHY 
General Manager 
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OFFICE OF THE REGISTRAR OF COMPANIES 

Jullundur, the 16 th April 1964 

No. TSf 1259/5160 — Whereas Indo Commercial Com- 
pany Limited, having its registered office at Ludhiana is 
being wound up; 

And whereas the undersigned has reasonable cause to 
believe that the affairs of the company have been fully 

wound up. 

Now, therefore, in pursuance of the provisions of sub- 
section (4) of section 247 of the Indian Companies Act, 
1913 (VII of 1913), notice is hereby given that the expira- 
tion of three months from the date of this notice the name 
of Indo Commercial Compuny Limited (Tn Liquidation), 
will, unless cause is shown to the contrary, be struck off 
the Register and the company will be dissolved. 


In the matter of the Companies Art, 1956 ancl of 
Public Olympic Traders Limited 

Jullundur, the 22nd April 1964 

No. TSf 2381/5427— Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Public Olympic Traders Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 

S. KR1SHNAMURTHY 
Registrar of Companies 
Punjab & Himachal Pradesh 
Jullundur 


In the matter of the Companies Act, 19 56 and of 
Concrete Construction Company (Bihar) Private Limited 

Patna, the \5th April 1964 

No. 41(534)/211 — Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956, that the name of the Concrete Construction Com- 
pany (Bihar) Private Limited, has this day been struck 
off the Register and the said company is dissolved. 

R. P. KHANDPUR 

Registrar of Companies 
Bihar 


In the matter of the Companies Act, 1956 and of 
Shankar Satwappa Kalghqtgi Private Limited 

Bangalore, the Xlth April 1964 

No. Dls. 5/64— Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of Shankar Satwappa Kalghatgi Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 


In the matter of the Companies Act, 1956 and of 
N. G. Naik <6 Company Private Limited 

Bangalore, the 18fft April 1964 

No. Dis. 7/63 — Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956, that the name of N. G. Naik & Company Private 
Limited, has this day been struck off the Register and the 
said company is dissolved. 


Bangalore, the 20th March 1964 

No. Dis. 6/64 — Whereas Bhatkal Electric Supplies and 
Industries Limited, having its registered office at Bhatkal 
is being wound up; 

And whereas the undersigned has reasonable cause to 
believe that no liquidator is acting, and that the state- 
.ments of account required to be made by the liquidator 
have not been made for a period of six consecutive 
months; 

Now, therefore, in pursuance of the provisions of sub- 
section (4) of section 560 of the Companies Act. 1956, 
(1 of 1956), notice is hereby given that at the expiration 
of three months from the date of this notice the name of 


Bhatkal Electric Supplies and Industries Limited, will, 
unless cause is shown to the contrary, be struck off the 
Register and the company will be dissolved. 

S. C. BASU 
Registrar of Companies 
Mysore 


In the tnatter of the Companies Act, 1956 and of 
Dhamodar Transports Private Limited 

Madras, the 17 th April 1964 

No. DiV/3700/64 — Notice is hereby given pursuant to 
sub-scction (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of Dhamodar Transports Private Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 


In the matter of the Companies Act, 1956 and of 
M. G. R. Farms Private Limited 

Madras, the \lth April 1964 

No. DN/4578/63 — Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956, that the name of M. G, R. Farms Private Limited, 
has this day been struck off the Register and the said 
company is dissolved. 


In the matter of the Companies Act, 1956 and of 
Sputnik Transports Private Limited 

Madras, the Ylth April 1964 

No. ZW/4177/63 — Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956, that the name of Sputnik Transports Private Limited, 
has this day been struck off the Register and the said 
company is dissolved. 


In the matter of the Companies Act, 1956 and of 
Theni Automobiles Private Limited 

Madras, the \lth April 1964 
No. DN/ 4534/64 — Notice is herebv given pursuant to 
sub-section (3) of .Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of Theni Automobiles Private Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 

In the matter of the Companies Act, 1956 and of 
Shenhagavalll Transports Private Limited 

Madras, the 17th April 1964 

No. DN/4630/ 63— Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956, that the name of Shenbagavalli Transports Private 
Limited, has this day been struck off the Register and the 
said company is dissolved. 

K. RAJAGOPALAN 

Assistant Registrar of Companies 
Madras-34 


In (he matter of the Companies Act, 1956 and of 
The National House Private Limited 

Madras, the Ylth April 1964 

No. DN/ 1870/63 — Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956, that the name of The National House Private Limit- 
ed, has this dav been struck off the Register and the said 
company is dissolved. 

L. D. VENKATARA^IAN 
Assistant Registrar of Companies 
Madras-34 


In the matter of the Companies Act, 1956 and of 
Shree Govind Industries Limited, 48, Hope Circus Road, 
Ahv co- 

Jaipur, the 1 8th Ap r il 1964 

No, 5Rff/335/3791 — Notice is hereby given pursuant to 
sub-section (5) of Section 247 of the Indian Comrtanies 
Act. 1913, that the name of Shree Govind Industries Limit- 
ed, has this day been struck off the Register and the said 
company is dissolved. 
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In the matter of the Companies Act, 1956 and of 

All India Cement & General Order Distributing Co. 

Private Limited, T ha risen House, Railway Road, Jaipur 

Jaipur, the 21 st April 1964 

No. Stat/ 1 1 14/3826 — Notice is hereby given pursuant to 
sub-section (3) ol Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the All India Cement & General Order 
Distributing Co. Private Limited, unless cause is shown to 
the contrary, will be struck off the Register and the said 
company will be dissolved. 

S. NARAYANAN 
Registrar of Companies 
Rajasthan, Jaipur 

In the matter of the Companies Act , 1956 and of 
Kalinga Film Production Private Limited 

Cuttack, the 20th April 1964 

No. A 368/64-220(2) — Notice is hereby given pursuant 
to sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Kalinga Film Production Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved, 


In the matter of the Companies Act, 1956 and of 
M/s. Dipak Metal Works Limited 

Cuttack, the 20 th April 1964 

No. .4421/64-224 — Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956, that the name of Dipak Metal Works Limited, 
has this day been struck off the Register and the said com- 
pany is dissolved. 


In the matter of the Companies Act, 1956 and of 
Berhampur Dayalbagh Stores Private Limited 

Cuttack, the 20th April 1964 

No. /4 44/ 64-222 — Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956, that the name of Berhampur Dayalbagh Stores 
Private Limited, has this day been struck off the Register 
and the said company is dissolved. 


In the matter of the Companies Act, 1956 and of 
Utkal Electric Supply Company Limited 

Cuttack, the 20th April 1964 

No. A 63/ 64-223 — Notice is hereby given pursuant to 
sub-section (5) of Section 560 of the Companies Act, 
1956, that the name of Utkal Electric Supply Company 
Limited, has this day been struck off the Register and the 
said company is dissolved. 

A. C. SARKAR 
Registrar of Companies 
Orissa, Cuttack 


In the matter of the Companies Act, 1956 and of 
Business Trading Company Limited 

Shillong, the 21 st April 1964 

No. 554 — Notice is hereby given pursuant to sub-section 
(3) of Section 560 of the Companies Act, 1956, that at 
the expiration of three months from the date hereof the 
name of the Business Trading Company Limited, unless 
cause is shown to the contrary, will be struck off the 
Register and the said company will be dissolved. 


In the matter of the Companies Act, 1956 and of 
Assam Dairy Banking & Trading Company Limited 

Shillong, the list April 1964 

No. 55983— Notice is hereby given pursuant to sub- 
section (3) of Section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date hereof 
the name of the Assam Dairy Banking & Trading Com- 
pany Limited, unless cause is shown to the contrary, will 
he struck off the Register and the said company will be 
dissolved. 


In the matter of the Companies Act, 1956 and of 
National Lac Timber A Agricultural Company Limited 

Shillong, the 21 st April 1964 

No, 562 J.S. ■ — Notice is hereby given pursuant to sub- 
section (3) of Section 560 of the Companies Act, 1956. 
that at the expiration of three months from the date hereof 
the name of the National Lac Timber & Agricultural Com- 
pany Limited, unless cause is shown to the contrary, will 
be struck off the Register and the said company will be 
dissolved. 


In the matter of the Companies Act, 1956 and of 
Surmavalley Rice Mills Limited 

Shillong, the list April 1964 

No. 565 J.S . — Notice is hereby given pursuant to sub- 
section (3) of Section 560 of the Companies Act, 1956. 
that at the expiration of three months from the date hereof 
the name ol the Surmavalley Rice Mills Limited, unless 
cause is shown to the contrary, will be struck off the 
Register and the said company will be dissolved. 


In the matter of the Companies Act, 1956 and of 
Borooah Tea & Trading Company Private Limited 

Shillong, the list April 1964 

No. 568 J.S. — Notice is hereby given pursuant to sub- 
section (3) of Section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date hereof 
the name of the Borooah Tea & Trading Company Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be dis- 
solved. 


In the matter of the Companies Act, 1956 and of 
Assam United Industries Limited 

Shillong, the 21rt April 1964 

No. 571 /.S.— Notice is hereby given pursuant to sub- 
section (3) of Section 560 of the Companies Act, 1956, 
that at the expiration of three months from the date hereof 
the name of the Assam United Industries Limited, unless 
cause is shown to the contrary, will be struck off the Regis- 
ter and the said company will be dissolved. 

B. K. CHATTERJEE 

Registrar of Companies 
Assam, Tripura & Manipur, Shillong 


In the matter of the Companies Act, 1956 and of 
M/s. Hazra Chemical Industries Private Limited 

Calcutta, the 21 st April 1964 

No. 19675/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Hazra Chemical Industries Pri- 
vate Limited, unless cause is shown to the contrary, will 
be struck off the Register and the said company will be 
dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Message <£ Bath Private Limited 

Calcutta, the 21st April 1964 

No. 20100/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Message & Bath Private Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Jatlndra Kumar Sanat Kumar Das Private Limited 

Calcutta, the 21st April 1964 

No. 20359/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1-956, that at the expiration of three months from the date 
hereof the name of the Jatindra Kumar Sanat Kumar Das 
Private Limited, unless cause is shown to the contrary, will 
be struck off the Register and the said company will he 
dissolved. 
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In the matter of the Companies Act, 1956 and of 
M/s. Amulya Charan Dutta & Co, Private Limited 

Calcutta, the 21 st April 1964 

No, 20798/560(3)— Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Amulya Charan Dutta & Co. Pri- 
vate Limited, unless cause is shown to the contrary, will 
be struck off the Register and the said company will be 
dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Indian Beverage Private Limited 

Calcutta, the 2 1st April 1964 

No. 21643/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Indian Beverage Private Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 


In the matter of the Companies Act, 1956 and of 
Ml s. Equipment & Construction Private Limited 

Calcutta, the 2 1st April 1964 

No. 22105/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Acl, 
1956, that at the expiration of three months from the date 
hereof the name of the Equipment & Construction Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be 
dissolved. 


In the matter of the Companies Act, 1956 and of 
Ml s. Rupakatha Sansad Private Limited 

Calcutta, the 21jf April 1964 

No. 24614/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act. 
1956, that at the expiration of three months from the date 
hereof the name of the Rupakatha Sansad Private Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Chemlsols India Private Limited 

Calcutta, the 21sf April 1964 

No. 24628/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Chemisols India Private Limited, 
unless cause is shown to the contrary, will be struck off 
the Register and the said company will be dissolved. 


In the matter of tfie Companies Act, 1956 and of 
M 7 s. Thermo Electrical Industries Private Limited 

Calcutta, the 21 st April 1964 

No. 25022/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Thermo Electrical Industries Pri- 
vate Limited, unless cause is shown to the contrary, will 
be struck off the Register and the said company will be 
dissolved. 


In the matter of the Companies Act, 1956 and of 
M/s. Bengal Agency & Stores Syndicate Private Limited 

Calcutta, the 21 st April 1964 

No, 19189/560(3)— Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Bengal Agency & Stores Syndicate 
Private Limited, unless cause is shown to the contrary, wjll 
be struck off the Register and the said company will be 
dissolved, 


In the matter of the Companies Act, 1956 and of 
M/s. Pathecherra Tea Estate Private Limited 

Calcutta, the 21st April 1964 

No. 16161/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Pathecherra Tea Estate Private 
Limited, unless cause is shown to the contrary, will be 
struck off the Register and the said company will be dis- 
solved. 


In the matter of the Companies Act, 1956 and of 
M/s. Dooars Trading Co. Limited 

Calcutta, the 21 st April 1964 

No. 18063/560(3) — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Act, 
1956, that at the expiration of three months from the date 
hereof the name of the Dooars Trading Co. Limited, unless 
cause is shown to the contrary, will be struck off tbe 
Register and the said company will be dissolved. 

S. P. KHANNA 

Assistant Registrar of Companies 
I Vest Bengal 


In the matter of the Companies Act, 1956 and of 
Dhavadwadi Industries Private Limited 

Bombay, the 2 1 st April 1964 

No. 12209/560 — Notice is hereby given pursuant to 
sub-section (5) of Section 560 of tbe Companies Act, 
1956, that the name of Dhavadwadi Industries Private 
Limited, has this day been struck off the Register and the 
said company is dissolved. 

K. K. SYED MUHAMMAD 

Addl. Registrar of Companies 
Maharashtra, Bombay 


In the matter of the Companies Act, 1956 and of 
Kshetrapal Company Private Limited 

Kanpur, the 2 1st April 1964 

No. 5041/2173-LC — Notice is hereby given pursuant to 
sub-section (3) of Section 560 of the Companies Acl, 
1956, that at the expiration of three months from the date 
hereof the name of the Kshetrapal Company Private Limit- 
ed, unless cause is shown to the contrary, will be struck 
off the Register and the said company will be dissolved. 


In the matter of the Companies Act, 1956 and of 
Hindustan Ttihewells Private Limited 

Kanpur, the 22nd April 1964 

No. 5069/2512 -LC - — Notice is hereby given pursuant to 
sub-seCtion (5) of Section 560 of the Companies Act, 
1956, that the name of Hindustan Tubewells Private Limit- 
ed, has this day been struck off the Register and the said 
company is dissolved. 

K. M. BHONSLE 
Registrar of Companies 
Uttar Pradesh 


UNION PUBLIC SERVICE COMMISSION 
Advertisement No. 18 

Applications are invited for undermentioned posts from 
Indian Citizens; subjects of Sikkim and persons of Indian 
Origin migrated from Pakistan with intention of perma- 
nently settling in India, subjects of Bhutan, subjects of 
Nepal and Tibetans who came over to India before 1-1-62 
with intention of permanently settling in Tndia subject to 
issue of certificate of eligibility in their favour. Age as on 
1-1-1964 must be within the prescribed age limits. Relax - 
able for Government servants except where otherwise 
specified. Upper age limit relaxable by 5 years for 
Scheduled Castes and Scheduled Tribes candidates. No 
relaxation for others, save in exceptional circumstances; 
and will in no case be relaxed beyond a limit 
of three years. Qualifications relaxable at Com- 
mission’s discretion in case of candidates otherwise 
well qualified. Higher initial pay mav he granted to spe- 
cially qualified and experienced candidates except where 
otherwise specified. Particulars and application forms 
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obtainable from Secretary, Union Public Service Commis- 
sion, Post Box No. 186, New Delhi. Request for forms 
must specify name of post , advertisement number and 
item number and should be accompanied by self addressed 
unstamped envelope for each post at least of size 
9" X 4" indicating thereon name of post for which forms 
are required. Closing date for receipt of applications 
with treasury receipt or crossed Indian Postal Order for 
Rs. 7.50 nP. (Rs. 1.87 nP. for Scheduled Castes and 
Scheduled Tribes) 1st June, 1964 (15th June, 1964 for 
applicants from abroad). Separate application with sepa- 
rate fee required for each post. Candidates abroad may 
apply on plain paper if forms arc not available and 
deposit fee with local Indian Embassy. If, required, can- 
didates must appear for personal interview. The reserva- 
tions of vacancies as shown against the individual items 
included in the advertisement are liable to alteration. 

1. One Senior Scientific Officer, Grade II, Defence Re- 
search and Development Council , Ministry of Defence . — 
Post temporary but likely to be retained on permanent 
basis. Post reserved for Scheduled Castes if such suitable 
candidate available; otherwise will be treated as unreserv- 
ed. Pay. — Rs. 560 in the scale of Rs. 400-40-800-50- 
950. Age. — 30 years & below. Qualifications. — Essen- 
tial. — (i) A medical qualification included in the First or 
the Second Schedule or Part III of the Third Schedule 
(other than Licentiate qualifications) to the Indian Medi- 
cal Council Act. 1956, Holders of educational qualifica- 
tions included in Part If of the Third Schedule should 
fulfil the conditions stipulated in section 13(3) of the 
Act. (ii) About two years’ experience as House Surgeon 
or in private practice or in Public Health. 

2. One Category D post of Dv. Superintendent ( Admi- 
nistration ), TIospital for Mentral Diseases, Ranchi.— Post 
permanent but impoinlmcnt on temporary basis. Pay. — 
Rs. 425-25-450-30-600-35-705-EB-35-950 plus non-prac- 
tising allowance (A 1 25% of pay subject to a minimum 
of Rs, 150 p.m. Private practice of any kind not 
allowed, Age. — 35 years & below. Qualifications. — Essen- 
tial. ~(\) A medical qualification included in the First or 
the Second Schedule or Part TT of the Third Schedule 
(other than licentiate qualifications) to the Indian Medical 
Council Act. 1956. Holders of qualifications included in 
Part TT of the Third Schedule should also fulfil the condi- 
tions stipulated in Section 13(3) of the Act, (ii) (a) 
Post-graduate qualification, e.g.. M.D. with Psvchiatry, or 
(b) D.P.M, or equivalent, (iii) At least three years’, 
standing in the profession in a responsible position con- 
nected with the speciality in case of (ii) (a), and at 
least five years' standing in the profession with at least 
three years' work in a responsible position connected with 
the speciality in case of (ii)(b), 

3. One Bacteriologist, Directorate General of Health 
Services. — Post temporary but likelv to continue indefi- 
nitely. Pay.— Rs. 350-25-500-30-590-EB-30-800, Aee.— 
30 vears and below. Qualifications. — Essential. — (i) A 
Medical Qualification included in the First or Second 
Schedule of Part JT of the Third Schedule to the Indian 
Medical Council Act. 1956. with specialisation in Bac- 
teriology. Immunology or Microbiology (Holders of edu- 
cational Qualifications included in Part TT of Third Sche- 
dule should also fulfil the conditions laid down in Section 
13(3) of the Act). OR Post-graduate degree in Bacterio- 
logy or Microbiology, (ii) Practical experience in routine 
bacteriological resting and Media making. 

4. One Junior Scientific Officer ( Nenro-Phvsiologv ) , 
Saf dorian g Hosnftal (Directorate General of Health Ser- 
vices ) New Delhi.. — Post temporary hut likelv to continue. 
Pav. — Rs. 3 ? 5-2 5-500-3 0-590-EB-30-800. Private practice 
of any kind not allowed. Ace . — 35 years A below. Ottnll- 
(ications.- — Escntial .- — (it M.Sc. decree in Physiology, (ii) 
Research experience and/o- training in Neuropshysiology 
including Electroencephalography. 

5. Two Lecturers (Electrical Engineering) Naval College 
of Engineering. INS SHIVA JJ Lonavla, Ministry of 
Defence.- — Posts temporary but likflv to be made perma- 
pnnt eventually. Pav. — Rs. 400-40-800-50-950. Age. — 
30 years and below. Oualifications. — Essential. — (1) 
Degree in Electrical Engineering of a recognised Univer- 
sity or eonivalent. (ii) About three years' practical experi- 
ence in Electrical Engineering. 

6. One Assistant Manager (E7er fr iral Engineering) - 
Indian Ordnance Factories Service Class I. Ministry of 
Defence. — Post temnorarv Resewed for Scheduled 
CVstes ''bribes if such suitable candidate available: other- 
wise will be treated as unreserved. Pav. — Rs, ^00-400- 
U50-)0-600-35-6T0-EB-35-9'io Age.- — 35 vears A b^low, 
Oualihraticins. — Essential. — (i) Decree in Electrical Engi- 
neering of a recognised University or equivalent, (ii) 
Some experience as Electrical Engineer in a responsible 


position in an Engineering concern of repute in (i) erec- 
tion/ maintenance of heavy plant and machinery or elec- 
trical equipment or (ii) batch or mass production of 
engineering stores involving fitting, welding, intricate 
press work, precision machinery, grinding and jig bor- 
ing. 

7. 5 Appraisers ( Machinery Experts ) (Electrical) , De- 
partment of Revenue, Ministry of Finance . — Posts tem- 
porary but likely to continue and be made permanent. 
Pay.— Rs. 350-25-500-30-590-EB-30-800-EB-30-830-35- 
900. Age .- — Between 21 and 24 years for all including 
Government servants. Qualifications. — -Essential . — Degree 
in Electrical Engineering of a recognised University or 
equivalent with some practical experience. 

8. One Senior Scientific Officer, Grpde II. Defence 
Research & Development Council, Ministry of Defence.— 
Post temporary but likely to be made permanent. Reserv- 
ed for Scheduled Castes candidate if such suitable candi- 
date available; otherwise treated as unreserved. Pay . — 
Rs. 400-40-800-50-950. Age.- — Preferably 30 years & 
below. Qualifications. — Essential . — -(i) At least second 
class M.Sc. degree in Chemistry, preferably with speciali- 
sation in Physical Chemistry, (ii) One year’s research 
experience. 

9. One Plant Pathologist , Directorate of Plant Protec- 
tion, Quarantine and Storage. New Delhi, Ministry of Food 

&. Agriculture. — Post permanent but appointment on 
temporary basis. Pay . — Rs. 350-25-500-30-590-EB-30-800- 
EB-30-830-35-900. Age. — 35 years and below. Qualifica- 
tions. — Essential . — (i) B.Sc. in Botany or Agricultural 
Botany as one of the subjects or B.Sc. degree in Agricul- 
ture. (ii) About three years’ experience of research on 
plant diseases and their control, (iii) General knowledge 
of diseases of cultivated plants and some practical training 
in or experience of identification and methods of control for 
at least two years. 

10. One Assistant Registrar of Companies, Department 
of Revenue and Company Law, Ministry' of Finance .- — 
Post temporary but likely to continue indefinitely. Post 
reserved for Scheduled Tribes candidate who need only 
apply. Pav — Rs. 400-25-500-30-590-EB-30-800, No higher 
pay admissible. Age.— 30 years and below. Qualifica- 
tions. — Essential . — (i) Chartered Accountant. OR Degree 
in Law of a recognised University, (ii) Two years’ experi- 
ence as Chartered Accountant or Legal Practitioner, 
preferably connected with Joint Stock Companies. OR 
Two years’ experience of work with Joint Stock Companies, 
in a responsible capacity. 

1 1 . One Investigating Officer, Department of Revenue 
& Company Law, Ministry of Finance. — Post temporary 
but likely to become permanent. Pav . — Rs, 350-25-575. 
No higher pay admissible. Age . — 30 years and below. 
Oualifications. — Essential — Second Class M. A. /M.Sc. 
Degree in Economics or Mathematics or Statistics of a 
recognised University. 

12. One Statistical Investigator on the Government side 
of Indian Council of Agricultural Research . — Post tempo- 
rary but likely to continue indefinitely. Other things being 
equal, Scheduled Castes/Tribes candidates will be given 
preference. Pay. — Rs. 325-15-475-EB-20-575. Age . — 30 
years and below. Qualifications. — -Essential . — (i) Master’s 
or equivalent Honour’s Degree in Statistics or Mathe- 
matics (with Statistics) of a recognised University. Or 
Degree of a recognised University with Mathematics/ 
Statistics, as a subject, and two vears’ post-graduate training 
in Statistics at a recognised statistical institute, (ii) Experi- 
ence of work connected with problems of Applied Statist 
tics involving use of statistical methods in planning and 
analysis of agriculture experiments/ surveys, 

13. 31 Drillers, Geological Survey of India, Ministry of 
Steel, Mines A Heavy Engineering.— Pouts temporary but 
likely to continue indefinitely. 8 posts for Scheduled Castes 
and one post for Scheduled Tribes candidates are reserved 
if such suitable candidates available: otherwise all the posts 
treated as unreserved. Pay . — Rs, 350-25-500-30-590-EB- 
30-800-EB-30-830-35-900, Age . — 35 years and below. 
Qualifications. — Essential.— (i) Matriculation or S.S.L.C 
or equivalent Qualification. (ii) Actual experience of 
diamond core drilling to the extent of 5.000 ft. (iii) Know- 
ledge of servicing, maintenance and repairs of drilling 
machines and pumps and of recording bore-hole logs. 

M. N. PATNAIK 
Deputy Secretary 
Union Public Service Commission 
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RTq-- 6, fariqr 1 3 3RT 19 6 4 

To TTo 7- 2/ 5 8-q) o 3TITO-3913 — «fl q)o TRo 
'sfffTR;, 3RTTR TffRY, TRR TT9T 3RT9R TRR, 
Wtt $ TR^TR) faTRTR fqTtfhRvr 3f|GRT 

('fto RTo-4 8 0 TRAT T 3TTTcT TR % farUiT T>ff 
TT 3RRR) (Scheme for Physiological Specialisation 
of Piricularia Oryzae, Study on Blast disease of 
Rice Under PL 480 Programme. ) ff TTRT 
9TRfr*r, fadtT J qrt (wrfrff) % qr qr ttttr- 

3 5 0- 2 5- 5 0 0- 3 0- 5 9 o-f offfo-3 0 - 8 0 0-f osfto- 3 0- 
830-35-900 *9^ 9T 1 8 TT^ 1964 % Tt 

3Rot an^r TR apRFfl RT % fRJTT far 5fR % I 

To nqio-6- 5-9) o 3ffTo-39i7 — fo 
3RTTTT TfRTT ETR % sm i f TTT X RTftfff farR % 

faUT aftr fafTT TRR T TT% T9T>9 qff THRT 
(Scheme for evolution of Jopanica X Indica hybrid 
of rice and their utilisation in different States.) 

% 3RRR RRTR — 3 5 0— 2 5— 5 0 0— 3 0— 5 9 0— f o q)o- 
30-800— £o Ro— 3 o— 8 3 0— 3 5— 9 0 0 q9T 9T TfTRF 
TTTTfdR fWm TR (Rnrqfrr) % RT T fSTtr 1 7 TT#, 

1 9 6 4 3: grff % apR 3n^?r tt smri tt 3r fRjw 

TT% f? I TRtff ffrjfR tVsTTT, 3TTT T R To fVUiJjfr, 
TiJITT TTTrfTT 9ff RR 9T qff Tpft t I ®ff S^RjfT 99 
RRRTRT %7^tT TTRT 3RTETR TRTR, TR | 1 

To tRvo 7 - 8/57 qTo 3TRO-3 924— TR % RM iPT'+T 
X sffm RcfiR fqrfrf % fRrrr afly Mtt ttrt t Tqqr 
T9TR qfr TfsRT (Scheme for evolution of J X I 
Hybrid varieties of rice and their utilisation in 
different States.) % aRpfcr RRTR — 350-25- 


500— 30-590— $0 R o _30— 800— fo Ro-30-830- 
35-900 ^TT qr R no ^caRfT, TffRT RTTtfTT, 
fffrftq Rfr (Tunfffr) fam ijwttt rtt r, 

TTRRTTT % RTTT 9T TTTT 3PJTTR TRR, 

9RT % TTTTTfTT TTRT afH 9RR THTtf) qff RR 
TtTTT (Scheme for Botanical Survey and collection 
of breeding material.) T srpr Rfr RRTR 9T 
TRTT TTTTfTT, fjrflT R'jff (RTqfTT) 5fr ’R T 
fqTTT 24-3-1964 % ^TTf T TT^f TTRT TT T^RTTvl 
Tq T fRpT fqR qjf f I TR ^TR qrqnR te r R 
TTTT 3PJTTR TTTR, TTqr | | 

To i?o fRJTfRT, fT%TT 


qq T^TRTT T>TR T?trfqfITTT TTTTT, R tV^R 

^<I^T, f^TR 22 TRT, 1964 

To 3 5 5 3/6 4— fTR- 1 6 (102) — «fl RTW 

TR qrf fqTH>' 155T^T 19 64 TRT^f mRR % 

RJRTR TftRTtt, TT RJRTR fl'Hff trq TRfTTRR 
fr^tr fqRT TTTT | I 

To To TRR, Teq^l 


Terr 

TRf, iRTiTT 25 T^T, 1964 
To tTqo Ro ^o/TT/60 — sftnTo tRo RRqffr — 

TTPtt trq«r qft fRrfT 1 1 trR, i 964 t wrt- 

qrr T^mrr (^rrft vrft) % qq qr fr^r 

fqRT tr | 1 

RTTlR, TRSRTJqi' 


PRINTED IN INDIA BY THE MANAQER, GOVERNMENT OF niDU PRESS, 

faridabad and published by the manager of publications, delhi, 1964, 




f 


X 


